Garman, Joe 


From: Podraza, Ken 

Sent: Wednesday, October 22, 1997 6:58 AM 

To: Garman, Joe 

Subject: FW: MA Compliance - Ventilation Test 

Importance: High 


Do you know the answers to Kevin's questions? 

Thanks 

Ken 


From: OSBORNE1, Kevin 

Sent: Tuesday, October 21, 1997 10:00 PM 

To: Podraza, Ken 

Cc: MURPHY, Virginia 

Subject: RE: MA Compliance - Ventilation Test 

Importance: High 

Ken- 

I'm in the process of reviewing. Quck question - what is the "FIAL Tip and 
Envelope Ventilation/Pressure Drop QTM5U" referred to in the regs.? 


From: Podraza, Ken on Mon Oct 20 4:05 PM 
Subject: MA Compliance - Ventilation Test 
To: Osborne, Kevin 

File(s): FIDUSV~1.DOC; FIDUSL~1.DOC 
Kevin 

I have been asked to write a letter to Fidus to get an explanation, in 
writing, regarding their FDT-232 ventilation testing unit referenced in the 

MA regulation. I have attached two letters; one asking questions, and one 
indicating our understanding of the FDT-232 instrument. Please review the 
letters and tell me which one is better to send to obtain the needed 
clarification. 

Thanks 

Ken 
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